Notice No.1 


Rules and Regulations for the 
Construction and Classification of 
Submersibles & Diving Systems, 
July 2017 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: October 2017 


Amendments to | Effective date | Mandatory Item 
Part 3, Chapter 1, Section 2 Corrigendum N/A 


Part 6, Chapter 1, Section 7 N/A 


[2 Lloyd's Working together 
Register for a safer world 


Part 3, Chapter 1 


General 
. Section 2 
Design Principles 


2.1 Compression Chambers 


2.1.6 Each compression chamber compartment is to be provided with view-perts viewports enabling all occupants to be observed 
from outside. 


All instances of view port have been amended to viewport throughout this Ruleset. 


Part 6, Chapter 1 


Electrical Installations 
] Section 7 
Electrical Pressure Hull Penetrators and Cable Connectors 


7.4 Test sequence -— Penetrators 


7.4.1 Hydrostatic pressure and temperature tests should consist of a sequence of cycles. As an example, the following would be 
acceptable: 
(a) Pressure test sequence — Type tests; 
(vii) | Pressurize — hold for 15 minutes — release to zero. Repeat electrical insulation tests as detailed in Pt 6, Ch 1, 7.2 
Routine tests — Penetrators 42.6 7.2.5 through to Pt 6, Ch 1, 7.2 Routine tests — Penetrators 7.2.10 — release to zero. 
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